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Ventilator (MA-1) flow waveform 784 

Ventilator waveform related to tidal-volume 
distribution 386 

Ventilators (IMV bird and modified Mark 2 
bird) in hyperbaric environment 501 

Ventilator maintenance (preventive) 398 

Ventilator (PR-2) modified to treat hyaline 
membrane disease 424 

Ventilator nebulizers— Autocontamination 
of 129 

Ventilator-operation formula 702 

Ventilator problems associated with 
operators 688 

Ventilator for rats 61 

Ventilators (constant-flow) 1187 

Ventilators (pressure-generating) 1187 

Ventilators (volume)— Understanding 
operation of 42 

Ventilatory control (disordered) 149 

Volume (tidal) expressed in ml/kg body 
weight 10 

Volume (tidal)—Symbols for 7, 10 

Volume ventilators — Understanding 
operation of 42 
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Warner-Chilcott Literary Award winner 
168 

Waveform of MA-1 ventilator 784 

Waveform (pressure) for mechanical ven- 
tilation in hyaline membrane disease 
519 

Waveform (ventilation) related to tidal- 
volume distribution 386 

Wheelchair oxygen walker 1222 

Word quizzes 443, 482, 672, 765, 880 
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